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STATINTL 


5 March 1974 

The Filing Equipment Inventory was discussed with 
on 4 March 1974. Based on the lack 
of use of the information and its incompleteness 
(DDO not included except for 2 and 4-drawer safes) 
it was decided to discontinue this report. The 
cost of i gathering and processing the information 
does not justify the minimal use. 
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